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UNCLASSIFIED 

PAGE 01 STOCKH 04773 091226Z 
ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-08 /021 W 

018148 100430Z/72 

R 091121Z NOV 77 
FM AMEMBASSY STOCKHOLM 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 2235 
AMEMBASSY COPENHAGEN 
AMEMBASSY HELSINKI 
AMEMBASSY OSLO 
AMCONSUL GOTEBORG POUCH 

UNCLAS STOCKHOLM 4773 

FOR: BIC/OIM:TRAFTON 


Message Text 


E.O. 11652: N/A 
TAGS: BEXP, SW 

SUBJECT: CLIMATE CONTROL EQUIPMENT EXHIBITION, NOV 8-1 1 . 1977 
REF: STOCKHOLM 4680 


1 . CLIMATE CONTROL SHOW OPENED NOVEMBER 8 WITH 18 
PARTICIPANTS (13-NTM, 5-OTM) REPRESENTING 28 EXHIBITORS 
(17-NTM, 11-OTM). 

2. LIST OF PARTICIPANTS AND EXHIBITORS IS REPORTED IN 
REFTEL WITH FOLLOWING CHANGE: HOBBS BONDED FIBERS 
CANCELLED. 

KENNEDY-MINOTT 


UNCLASSIFIED 
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Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 
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Control Number: n/a 

Copy: SINGLE 
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Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977STOCKH04773 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D77041 5-0003 
Format: TEL 
From: STOCKHOLM 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 977/newtext/tl 9771 1 77/aaaacoae. tel 

Line Count: 43 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: e0342f1e-c288-dd11-92da-001cc4696bcc 

Office: ACTION EUR 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 STOCKHOLM 4680 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 25-Jan-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 
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Secure: OPEN 
Status: NATIVE 

Subject: CLIMATE CONTROL EQUIPMENT EXHIBITION, NOV 8-11, 1977 
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Type: TE 
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